; K3 Utility Version information

CurrentVersion = 1.15.12.7		; the most recent Windows version published
MinimumVersion = 1.1.4.1		; the earliest Windows version required for the firmware in this folder
OSX_CurrentVersion = 1.15.6.27		; the most recent OS X version published
OSX_MinimumVersion = 1.1.4.1		; the earliest OS X version required for the firmware in this folder
Linux_CurrentVersion = 1.15.6.27	; the most recent Linux version published
Linux_MinimumVersion = 1.1.4.1		; the earliest Linux version required for the firmware in this folder
